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STRESS ENGINEERING SERVICES INC (GROUP) 
has been awarded a 
Silver medal 
as a recognition of their EcoVadis Rating 
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You are receiving this score/medal based on the disclosed information and news resources available to EcoVadis at the time of assessment. Should g , 
any information or circumstances change materially during the period of the scorecard/medal validity, EcoVadis reserves the right to place the Valid until: February 2023 
business’ scorecard/medal on hold and, if considered appropriate, to re-assess and possibly issue a revised scorecard/medal. EcoVadis® is a registered trademark. © Copyright EcoVadis 2018 - All rights reserved 


